Work Order ID 69688 
Page 1 
11111111111111111111111111111111111 
Monday, May 16,2011 1:45:26 PM 
==-=•._----- - --- 
. 
-==== 
_.==c·==::-= 
Item 10: 
0412-673-0 II 
Accept 
'. 
11111111111111111 11111111111111111111 11111 IIIIIIIIWIIII 1111 
Setu p Sta rt 
1111111111111111111111111 
Revision ID: 
Item Name: 
Electric Step Adaptation 
Stop 
1I11111111111111111111111 


Start Date: 
5/[6/2011 
Start Qty: 5.00 
111111111111111 
Cust Item 10: 
Required Date: 5/20/2011 
Req'd Qty: 5.00 
. 
111111111111111 
Customer: 


~eference: ·-V~uJ____~.=-~ C{_~._t(2~_Q~~ ____ 


Approvals: 
Process Plan:~_.._ Date:LI~_......LG,. Tooling: 
Date: ______ 
Run 
Start 
1111111111111111111111111 


QC: 
Date: 
SPC (YIN): 
Date: 
Stop 
1111111111111111111111111 


Sequence (01 
Operation 
Set Up/ 
ToollD 
Tool # Plan 
Accept 
Reject 
Reject 
Insp. 
Work Center ID 
Description 
Run Hours 
Code 
Qty 
Qty 
Number 
Stamp 


Draw Nbr 
Revision Nbr 
._-­ 
------­ 


---. 
--.-...------­ 
150 
0.00 


1111111111111111111111111 
Packaging 
0.00 
Memo 


Packaging 
PULL FROM STOCK D412-673-011 X 5 834704 


ADD D4398-1 X 4 PER KIT (20 TOTAL) 
, 


160 
QC5-lnspect part completeness to step on WIO 
0.00 r M4Cv(V/ 


1111111111111111111111111 
0_00 
QC 
Memo 


Quality Control 


170 
Identify as per dwg & Stock Location:_ 
0.00 n 
n 


~<:!:() \.> 
1111111111111111111111111 
Packaging 
0.00 
Memo 


Packaging 
ID AND STOCK UNDER NEW BATCH NUMBER. 


KIT AND LABELS GO UP TO CHANGE 3 
...,...-?' 


Dart Aerospace Ltd 


W/O: 
WORK ORDER CHANGES 


DATE 
STEP 
PROCEDURE CHANGE 
By 
Date 
Qty 
Approval 
Approval 
Chief Eng I 
Prod Mgr 
OC Inspector 


Part No: _________ PAR 1#: ___ 
Fault Category: ________ 
NCR: Yes No 
DQA: __ Date: ---­ 


Resolution: _________ Disposition: _________ 
QA: NlC Closed: ____ 
Date: ____ 


NCR: 
WORK ORDER NON·CONFORMANCE (NCR) 


DATE 
STEP 
Description of NC 


... 
NOTE: Date & Initial all entries 
'­ 


Section A 
Initial 
Chief Eng 


Corrective Action 
Section B 
Verification 
Approval 
Approval 
Sign & 
Action Description 
Section C 
Chief Eng 
OC Inspector 
Chief Eng 
Date 


\ H:\fFORMS\Ouality Assurance\approved OA\NCRWO RevE 


i. 
-­ 
Work Order ID 69688 
Page 2 
11111111111111111111111111111111111 
Monday, May 16,2011 1:45:26 PM 
--..... ~=.. :.:...=-'... 
_.. 
..~=-.--~.=:::.=.======= 
Item 10: 
D412-673-011 
Accept 
1111111111111111111111111111111111111111111111111111111111II 
Setup Start 
1111111111111111111111111 
Revision 10: 
Item Name: 
Electric Step Adaptation 
Stop 
1111111111111111111111111 


Start Oate: 
5116/2011 
Start Qty: 5.00 
1III1III111III1 
Cust Item 10: 
Required Date: 512012011 
Req'd Qty: 5.00 
Customer:
 
111111111111111 
Reference: 
----....- 
.. 
.. -- 
---­ 
--------.~ 


Run 
Start 
1111111111111111111111111 
Approvals: 
Process Plan: 
Date: 


QC: 
Date: 
SPC (YIN): 
Date: __ 
Stop 
I 
11111111 11111111 


Sequence 101 
Operation 
Set Upl 
Tool ID 
Tool # Plan 
Accept 
Reject 
Reject 
Insp. 
Work Center 10 
Description 
Run Hours 
Code 
Qty 
Qty 
Number 
Stamp 


180 
QC4- 100% Inspect kits for completeness 


11111I1 111111111111111111 
QC 
::: ~~oC,j6i 
Memo 


Quality Control 
ec.HC7CtJ) 


190 
QC21- Final Inspection - Work Order Release 
0.00 


1111111111111111111111111 
QC 
0.00 
Memo 


Quality Control 


Dart Aerospace Ltd 


•W/O: 
WORK ORDER CHANGES 


DATE 
STEP 
PROCEDURE CHANGE 
gy 
Date 
Qty 
Approval 
Chief Eng I 
Prod Mor 
Approval 
QC Inspector 


Part No: _________ PAR 1#: ___ 
Fault Category: ________ 
NCR: Yes No 
DQA: __ Date: ____ 


Resolution: _________ Disposition: __________ 
QA: NlC Closed: ____ 
Date: ____ 


NCR: 
WORK ORDER NON-CONFORMANCE (NCR) 


DATE 
STEP 
Description of NC 


. 
. .. 


Section A 
Initial 
Chief Eng 


I 


Corrective Action 
Section B 
Verification 
Approval 
Approval 
Sign & 
Action Description 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
Date 


NO rE: Date & Initial all entries 
\ 
' .. 


• 


H:\fFORMS\Quality Assurance\approved QA\NCRWO RevE 


--- 


" Pi~klist p~i~1:------' ._._. 


Monday, May 16, 2011 1:45:19 PM 


Work Order 10: 69688 


Parent Item: 
0412-673-0 II 


Parent Item Name: 
Electric Step Adaptation 


11111111111111111111111111111111111 


1111111111111111111111111111111111111111111111111111111111111111111111 


Comments: 
IPP REV:B AS PER ECN 11-564 JLM 11-05-11 VERIFIED BY:DD 


Page I 


---.---.~~.-- --­ -~ 


Start Date: 5/16/2011 


Start Qty: 5.00 


Required Date: 5/20/2011 


Required Qty: 5.00 


Component Item 101 
Item Name 
Replacement 
Item ID 
Mfgl 
Purch 
Bin 
Item 
Primary 
Location 
Last 
Location 
Route 
Seq 10 
Unit of 
Measure 
Qtyon 
Hand 
Qty per Kit 
Total 
Qty 
Qty 
Issued 
Date 
Issued 
Status 


••••••••••••• 
___ .~M< 
.......................--~.----~~
 
-~--.---- 
D4398-1 
No 
Each 
2.0000 
Manufactured 
20 
) 


1111111111 
~~~!~~~~ 111111111111111111111111111111111 
--B b~t~~J-[L_~~J~i? -­ 


Location 
1ru;.J.lli 
Loc Code 


ENG 
2 


69170 
2 


Dart Aerospace Ltd 


W/O: 
WORK ORDER CHANGES 
Approval 
Approval 
DATE 
STEP 
PROCEDURE CHANGE 
Date 
Qty 
By 
Chief Eng / 
OC Inspector 
Prod Mgr 


Part No: _________ PAR #: ___ 
Fault Category: ________ 
NCR: Yes No 
DQA: __ Date: ____ 


Resolution: _________ Disposition: _________ 
QA: NlC Closed: ____ 
Date: ____ 


NCR: 
WORK ORDER NON-CONFORMANCE (NCR) 


Corrective Action 
Section B 
Verification 
Section C 
Approval 
Chief Eng 
Approval 
OC Inspector 
DATE 
STEP 
Description of NC 
Section A 
Initial 
Chief Eng 
Action Description 
Chief Eng 
Sign & 
Date 


.. 


... 
NOTE: Date & Initial all entnes 
'\ 
• 
.#' 


H:\fFORMS\Ouality Assurance\approved OA\NCRWO RevE 


